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Windsor Bridge and Castle. Windsor Bridge 
■was erected in the years of 1823-4, and the expense was 
borne by the Corporation. It connects the towns of 
Windsor and Eton, and is 200 feet in length, 29 feet wide, 
and has three arches of cast iron. The centre arch has 
a span of 55 feet. 
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